Crankshaft 
MECHANICAL 


25.Crankshaft 
A: SPECIFICATION 


Refer to “Cylinder Block” for removal and installa- 
tion procedures of crankshaft. <Ref. to ME(H6DO)- 
95, REMOVAL, Cylinder Block.> <Ref. to 
ME(H6DO)-101, INSTALLATION, Cylinder Block.> 
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